21 December 1954 
Lakehead Amateur Radio Club 
The regular meeting of the Lakehead Amateur Radio Club was 
held at 8 pm, Tuesday, December 21st. 1954, in the Civil Defence 
Headquarters, Court House, Fort William, with President Hec 


Wilson -—- VE3DMZ in the Chair. 


Nine members were in attendance. 


It was regularly moved and seconded by Al Fulton - VE3AKI and 
Herman Dalman —- VE3DJD, that the minutes of the last regular 
meeting held November 23rd 1954 be adopted as read. 


It was unanimously agreed that the January meeting take the form 
of a dinner meeting. 


Committees apointed: 


Civil Defence Les Harris — VE3AYZ 

Sick Harry Stephens — VE3AIT 
Al Fulton — VE3AKI 
Peter Boyle —- VE3DPJ 

Maintenance Engineer Harry Stephens — VE3AIT 


Pat O'Shea — VE3FW gave a report on Exercise "Trillium" which 
received a hearty vote of thanks. 


The meeting was regularly adjourned on the motion of Choppy Walsh 
— VE3BPZ and Harry Stephens — VE3AIT. 


Signed: 


J. C. (Jim) Bailey —- VE3DGZ 
Secretary-—Treasurer 
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